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Abstract: 

,  Responsive  polarization  methods  and  concepts  were  studied  in  terms 
of  general  system  requirements.  A  primary  goal  was  fast  response. 
Matrix  methods  were  found  appropriate  for  describing  the  polarization 
states  and  modifications  thereto. 

A  9.3  GHz  experiment,  of  one  promising  concept,  was  constructed. 
Stokes  parameters  were  measured,  modified  and  converted  to  Jones 
parameters  for  response. 

Basic  feasibility  was  established  for  the  hybrid  Tee  circuit 
arrangement  which  was  developed  for  the  thesis  experiment.  The  results 
were  as  predicted  by  theory. 


A  POLARIZATION  RESPONSIVE  SYSTEM 


FOR  MICROWAVES 


I  Introduction 


Problem 

This  report  investigates  the  theory  and  conceptual  application  of 
polarization  principles  to  a  microwave  system  for  receiving  incident 
plane  electromagnetic  waves,  determining  their  polarization  character¬ 
istics,  then  retransmitting  the  waves  with  modified  polarization  char¬ 
acteristics  in  the  reverse  direction.  The  specific  problem  is  to  iden¬ 
tify  the  polarization  characteristics  of  an  incoming  electromagnetic 
wave  in  a  mathematically  tractable  parameter  matrix  so  that  responsive 
replies  can  be  formulated. 

Background 

Previous  polarization  studies  by  Kraus  (1966),  Shurcliff  (1962), 
Collett  (1971),  Combleet  (1976),  and  others  give  the  basic  tools  of 
polarization  analyses  which  include  Stokes  parameters,  coherency 
matrices,  Poincare  sphere,  and  Jones  and  Mueller  matrices.  Two  polar¬ 
ization  states  are  of  special  practical  interest:  the  matched  polar¬ 
ization  or  maximum  power  transfer  case  and  the  orthogonal  or  "null" 
polarization  case  which  in  theory  gives  zero  received  signal.  In  a 
practical  system,  however,  every  antenna  system  has  residual  response 
in  its  "null"  polarization,  although  it  may  be  many  tens  of  dB  below 
the  matched  case.  Such  null  polarization  response  is  usually  increased 
by  any  radome  structure  over  the  antenna  or  by  scattering  from  nearby 
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objects  (including  the  earth's  surface).  Radar  interference  (inten¬ 
tional  jamming)  can  be  created  by  responding  with  cross-polarized 
signals  of  sufficient  amplitude  to  compete  with  the  skin  return  of  the 
radar  target. 

Rapid  polarization  change,  either  intentional  or  that  caused  by 
natural  factors,  can  disrupt  the  jamming  process  if  the  jammer  is  too 
slow  to  follow  the  changes;  therefore,  a  desirable  system  capability  is 
response  within  a  fraction  of  a  microsecond. 

Assumptions 

All  of  the  concepts  presented  in  this  study  are  inherently  broad¬ 
band,  since  the  phenomenon  does  not  depend  on  tuned  or  resonant  circuits. 
In  an  actual  system,  each  microwave  component,  antenna  radome,  etc.  will 
have  a  certain  bandwidth  limitation  which  becomes  significant  once  a 
specific  design  application  is  identified.  For  the  purpose  of  this 
study,  broadbanding  capability  is  assumed  and  feasibility  is  established 
at  only  one  frequency  in  the  I  band  microwave  region. 

Scope 

The  experimental  portion  of  this  study  investigates  only  the  micro- 
wave  circuitry.  It  excludes  the  digital  processing  portion  of  the 
system  which  is  recommended  for  future  experimental  verification, 
perhaps  by  a  future  graduate  student. 

An  operational  system  -would  likely  be  integrated  into  an  aircraft, 
covered  by  a  radome,  and  employ  beam  steering  antennas.  This  study, 
however,  is  limited  to  just  the  polarization  aspects  in  a  laboratory 
environment.  This  work  is  intended  as  the  first  conceptual  step,  in 
the  chain  of  events  that  could  eventually  lead  to  diverse  kinds  of 
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operational  systens,  i.e.,  coinmunic.it i.on  (using  polarisation  states), 
radar  jamming  wita  otlior  than  the  working  polarization,  or  cciio  reduc¬ 
tion  by  retransmitting  a  coherent  out-of-phase  replica  of  the  signal 
scattered  from  a  vehicle. 


General  Approach 

The  problem  was  attacked  by  seeking  out  existing  polarization 


mathematical  tools,  many  of  which  originated  from  optics.  Matrix 
methods,  including  Jones,  Stokes,  Mueller,  Maxwell,  and  coherency 
matrices,  give  the  capability  to  describe  and  operate  on  the  state  of 
polarization  of  a  wave.  These  methods  were  sought  for  their  useful 
application  to  the  responsive  system.  Several  candidate  concepts  with 
different  implementations  were  formulated.  Then  an  experimental  system 
concept  vas  chosen  which  senses  the  Stokes  vector  parameters,  manipu¬ 
lates  them  thr  >ugh  Mueller  matrix  multiplication,  followed  by  a  Stokes 
to  Jones  conversion  and  finally  transmits  through  a  Jones  vector  trans¬ 
mitter.  Experimental  data  was  measured  and  reduced  to  show  that  the 
two-antenna  Stokes  receiver  works  as  the  concept  predicts.  The  Jones 
transmitter  is  a  direct  hardware  implementation  of  the  elements  of  the 
Jones  vector. 


Sequence  of  Presentation 

The  thesis  material  is  presented  in  the  following  sequence;  first 
system  theory,  then  system  concepts,  applications,  equipment,  procedure, 
results  and  finally  conclusions.  The  Appendix  contains  raw  data, 
repeatability  measurements,  error  analysis,  a  computer  program  listing 
for  polarization  matrix  multiplication  and  methods  for  matrix  or  vector 


conversion. 


magnetic  wave  polarisation  because  the  number  of  simultaneous  parameters 
soon  becomes  unwieldy.  Matrix  notation  was  recognized  as  a  powerful  tool 
for  such  formulation  by  the  s 'leftists  working  in  optics  (Jones  1941, 
Shurcliff  1962).  They  c<  nc*rn«.o  with  passage  of  light  through,  or 

reflected  from,  various  materials.  Some  of  the  materials  such  as  the 
man  .naae  sheet  polarizers  were  dove' opt d  for  specific  characteristics 
while,  other  materials  were  latui.e'.  :;ubc  banco*.  The  number  of  polariza¬ 
tion  modifying  mr-terxa'.s  was  limited  co  only  a  few  cases. 

£n  the  microv. 've  .  concept  of  this  thesis,  the  states  of 

polarization  are  uncounrai  ly  j.irge  and  it  is  possible  to  electronically 
alter  the  polarization  by  an  uncountably  large  number  of  electronic 
modi fiers. 


The  matrix  calculus  used  in  optics  provides  a  straightforward, 
systematic  way  to  deal  with  these  large  numbers  of  polar-zation  states 
In  this  section  the  Stokes  vector,  Mueller  matrix,  Jones  vector, 
Jones  matrix,  and  the  coherency  matrix  will  be  described  in  that  order. 


Stokes  Vector 

Four  quantities  (Stokes  parameters)  completely  describe  the 
intensity  ami  polarization  of  an  electromagnetic  wave.  They  are  pro¬ 
portional  tc  time  averages  or  energies  associated  with  different  com¬ 
ponents  of  the  field. 

The  four  Stokes  parameters,  which  are  called  1,Q,U,V  by  Kraus  or 
I,M,C,S  by  others,  comprise  a  column  vector.  The  first  parameter  is 
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intensity  of  polarization  or  ratio  of  polarized  to  unpolarized  energy. 
The  second  "Q"  or  "M"  parameter  is  horizontal  preference.  "U"  or  "C" 
is  preference  for  45°  and  the  fourth  parameter  "V"  or  "S"  is  left 
circular  preference.  Negative  parameter  values  are  orthogonal  to  those 
listed. 

Measured  energies  to  represent  the  four  parameters  result  from 
averaging  each  over  a  long  enough  time  to  encompass  at  least  one-half  of 
the  radio  frequency  sinusoidal  period.  Sensing  can  be  accomplished  by 
six  separate  antennas  whose  output  power  is  combined  as  follows  to 
create  the  normalized  Stokes  Parameters  (fully  polarized  case) : 


I  = 


P  +P 
R  L 

P  +P 
R  L 


P  +P 
H  V 

P  +P 
H  V 


P  +P 
45  -45 

P  +P 
*45  -45 


=  1 


M 


V! 

pk+p 


V 

V 


c  = 


s  = 


V! 

PR+P 


R 

L 


where 

P  =  power  from  a  right  circularly  polarized  antenna 

P  =  power  from  a  left  circularly  polarized  antenna 

Li 

P  =  power  from  a  horizontally  polarized  antenna 

li 

Py  =  power  from  a  vertically  polarized  antenna 
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=  power  from  a  slant  45°  polarized  antenna 


P  45o  =  power  from  a  slant  -45°  polarized  antenna 

Instead  of  the  six  separate  antennas,  equivalent  power  responses  for 
the  six  cases  could  be  obtained  from  two  orthogonal  antennas,  such  as 
horizontal  and  vertical,  by  appropriately  phasing  their  RF  outputs 
and  summing  prior  to  time  averaging. 


Mueller  Matrices 

The  Mueller  matrix  is  a  4  by  4.  It  is  useful  in  describing  the 
change  in  the  state  of  polarization  as  a  wave  passes  through  a  polar¬ 
izing  medium.  It  encompasses  incoherent  and  partially  polarized  waves. 
The  Mueller  matrix  contains  16  constants,  only  seven  of  which  are 
independent  (Shurcliff,  1962). 

If  a  wave  is  initially  represented  by  the  Stokes  column  vector  G 
with  components  I,  M,  C,  S  then  the  scattered  wave  is 


G  =  [  M  ]  [  G  ) 

(4x1)  (4x4)  (4x1) 

Absolute  Phase  (referenced  to  some  point  of  origination  of  the  wave) 
is  not  contained  in  the  4x4.  One  more  coefficient  would  be  necessary 
to  define  it. 

The  Mueller  matrix  of  any  device  at  a  non-principal  azimuth  (azimuth 
refers  to  rotation  angle  0  of  the  fast  axis  about  a  line  in  the  direction 
of  propagation)  can  be  factored  into  three  matrices,  one  of  which  (the 
central  one)  describes  the  device. 

PQ  =  S(0)PoS(-0) 
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The  roLnl  ion  in;il  rices  arc 


S(0)  = 

C1  S1 
-s,  c. 

S(-G)  = 

C1  "S1 
s,  c. 

1  1 

1  1 

where 


cos  9 
sin  9 


Jones  Vector 

The  Jones  vector  (Jones,  1941)  represents  the  state  of  polarization 
by  a  vector  of  two  components,  each  containing  amplitude  and  phase  infor¬ 
mation.  The  state  of  polarization  is  completely  defined  by  the  amplitudes 
and  phases  of  the  x  and  y  components  of  the  electric  vector  of  the  wave 
at  a  fixed  point  along  the  z  axis.  The  vector  elements  can  be  derived 
from  two  orthogonally  polarized  antennas.  In  general  the  Jones  vector 
can  be  stated  as 


a  — j  6/2 

cos  0  e 

'a  e-J8/21 

\ 

A 

o  3  5/2 
sin  0  eJ 

= 

X 

a  3  <5/2 

A  eJ 

. 

y 

where  8  is  the  angle  whose  tangent  is  and  <$  is  the  phase  angle  between 
the  y  and  x  components.  ^x 

The  method  is  based  on  the  idea  that  any  wave  can  be  represented  as 
the  resultant  of  the  coherent  addition  of  two  orthogonal  linearily  polar¬ 
ized  waves  with  appropriate  amplitudes  and  phases.  It  is  well  suited  to 
problems  involving  a  large  number  of  similar  devices  arranged  in  series 
in  a  regular  manner;  however  is  not  applicable  to  devices  that  have 
depolarizing  tendencies  (i.e. ,  only  part  of  the  wave  energy  is  coherently 
polarized).  The  Jones  Method  is  derived  directly  from  electromagnetic 
theory,  while  the  Mueller  calculus  is  based  on  a  phenomenonalogical 
foundation.  It  permits  one  to  preserve  absolute  phase  information; 
therefore,  it  is  useful  for  problems  involving  the  combining  of  two  or 
more  coherent  signals. 
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Jones  Matrix 

R.  Clark  Jones  used  a  2  by  2  matrix  to  describe  polarization  changes 
as  light  passes  through  an  optical  system.  The  four  elements  of  the 
matrix  contain  eight  independent  constants  (four  amplitude  and  four 
phase  constants).  The  general  form  of  the  full  Jones  matrix  is 
(Cornbleet,  1976,  p  292-329): 


2  r  j  6/2  .  2  .  -j  6/2 

cos  d  '•  s.' n  9  e  J 


2jco  •  ,  .in  ysin(0/2) 


2jcos  9  sin  9  sin  (6/2) 

2  .  —  j  6/2  .  2  .  j  6/2 

cos  6  e  +  sin  9  eJ 


where  9  is  the  azimuth  (rotation  angle)  of  the  fast  axis  and  5  is 
the  phase  between  y  and  x  components  introduced  by  the  polarizer.  Its 
advantage  is  a  smaller  matrix  than  Mueller  (2x2  vs  4x4)  while  its  dis¬ 
advantage  is  that  the  matrix  elements  are  complex  and  not  applicable  to 
systems  that  handle  unpolarized  electromagnetic  waves. 


Coherency  Matrix 

The  coherency  matrix  is  used  to  predict  the  power  response  W  of  an 
antenna.  Let  the  coherency  matrix  of  the  antenna  be  (Kraus  1966) : 


A11  A12 
A21  A22 


When  the  antenna  is  illuminated  by  a  wave  with  polarization  represented 
by  the  coherency  matrix 


S11  S12 
S21  S22 


The  power  W  is  given  by  the  trace  of  the  product  of  the  two  coherency 
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matrices 


W  =  Tr  <^ 


Ar 


A  „  A  „ 

s  S 

1.1  12 

11  12 

x  S 

A„  A 

s  s 

21  22 

21  22 

where  "Trace"  is  the  sum  of  the  diagonal  elements. 

The  coherency  nuitrices  (suppressing  normalization)  are  Jones  representa¬ 
tions  and  are  obtained  from  the  Stokes  vector  elements  as  follows. 


Su  -  *5  (I+M)  S12  =  %  (C+jS) 


S2i  =  %  (C-jS)  S22  =  h  (I-M) 


M 

where  is  the  Stokes  vector  representing  the  illuminating  wave. 


Likewise: 


A11  =  (A0  +  Al) 


A12  =  **  (A2  +  jA3} 


A21  =  **  (A2  "  JA3} 


A^n  -5  (A ~  A.. ) 


22 


where 


is  the  Stokes  vector  representing  the  wave  that  would  be  created  by  the 
antenna  if  it  were  transmitting.  Of  course  the  Jones  representation 
excludes  the  unpolarized  portion  of  the  wave  and  therefore  the  above  con¬ 
version  is  not  completely  general. 


Polarization  Mismatch 


The  polarization  of  an  electromagnetic  wave  refers  to  the  spatial 
orientation  and  relative  phase  of  its  orthogonal  vector  components, 
usually  taken  in  terms  of  the  electric  field.  Let  these  components  be 
described  by  (Kraus  1966) : 


-v  ffigggggKa 


where  A  is  the  effective  aperture  of  receiving  antenna.  This  power  is 


delivered,  perhaps  through  a  transmission  line,  to  some  load  Y  as 

ij 


shown  in  Figure  la.  Thus  a  voltage  is  developed  across  the  load  by  the 
antenna  whose  source  susceptance  is  Ya  =  +  JBa  as  shown  in  Figure  2. 


t 


is  the  antenna  conductance  which  is  composed  of  (the  radiation  con¬ 
ductance)  and  (the  loss  conductance) . 

2 

By  setting  the  load  power  W  =  V  the  magnitude  of  the  voltage  (rms) 
across  the  load  is  found  as 
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<Ga  +  CL>  +  (BA  +  V 


'(Cr  +  Gloss  +  °L)2  +  <BA  +  V2 


Relating  the  load  power  W  to  the  antenna  current  and  antennas  and 


load  admittance  yields 


GLixr 


" - 2  2 

(G  +  G.  +  Gt)  +  (B.  +  BTr 
r  loss  L  A  L 

■  W 

The  effective  aperture  can  now  be  defined  as  Ag  =  — 

A  - - 

P  (G  +  G.  +  Gt)  +  (B.  +  Bt) 
r  loss  L  A  L 

The  current  I  is  that  induced  when  the  aperture  is  oriented  perpendicular 
to  the  direction  of  wave  propagation  and  when  the  aperture  has  the  polari¬ 
zation  of  the  incoming  wave. 

If  the  polarization  is  other  than  "matched"  as  above,  the  effective 
receiving  cross  section  is  reduced  (Collin  &  Zucker,  1969,  p  106).  The 
factor  by  which  the  received  power  W  is  reduced  is  given  by 


I*'  *nl2 


i^N2 


where  Eq  is  the  incident  field  vector  and  where  h  is  a  complex  vector 


1 


(I 


(with  phnsor  components  h^  and  h  )  which  defines  Lhe  state  of  polariza¬ 
tion  of  the  antenna.  Thus  a  now  effective  aperture,  which  takes  into 
account  polarization  mismatch,  can  be  defined  as 


A  = - 

e  i—i  2 


l|2  |h  *  Eq|2  Gt 


I'l'  |K0|2  P  t(Cr  +  Gloss  +  <!L)2+  ®A  +  BL)21 


If  the  load  is  mismatched,  the  effective  aperture  will  require  another 
reduction  factor  (1— | T  |  )  (Collin  &  Zucker  1969,  p  106)  where  F  is 
the  complex  reflection  coefficient  of  the  load.  The  resulting  effective 
aperture  is 


A  = 
e 


i|2  |h  '  E0|2(i-|rL|2)  CL 


|h|2  |E0|2P  UGr+Gloss+GL)2+  (Ba+Bl)2] 


Thus  it  is  shown  how  polarization  mismatch  simply  acts  as  one  of  the  loss 
factors  in  the  basic  definition  of  the  antenna  (aperture). 

Speed  of  Response 

Background.  In  any  responsive  polarization  system  that  uses  micro- 
wave  components  there  is  some  inherent  time  delay  associated  with  each 
subsystem  building  block.  Undesirable  system  delay,  when  responding  to  a 
radar  pulse,  creates  the  effect  of  uncovering  the  leading  edge  of  the  echo 
pulse;  that  is,  the  radar  receiver  has  the  opportunity  to  derive  tracking 
information  from  the  initial  part  of  the  echo  and  the  jamming  pulse  creates 
tracking  error  over  only  the  remainder  of  the  pulse  time.  In  a  typical 
situation  the  radar  would  send  a  500  nanosecond  pulse  and  the  responsive 
jammer  would  respond  150  nanoseconds  later  (Van  Brunt  1978).  The  effec¬ 
tiveness  of  the  jammer  would  be  significantly  reduced,  assuming  that  the 
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radar  can  make  use  of  the  unjammed  portion  of  the  pulse  (as  In  funding 
edge  track  1  up,  or  operator  observing  the  radar  scope). 

In  the  system  of  interest  in  this  thesis  the  time  delays  will 
accumulate  due  to  (a)  transmission  paths,  (b)  detectors,  (c)  the  processor, 
and  (d)  active  amplifiers.  These  time  delays  will  be  discussed  in  that 
order. 

(a)  Transmission  Path.  The  transmission  path  delays  can  be 
estimated  using  the  rule  of  thumb  that  signals  propagate  in  free  space 
at  about  1  nanosecond  per  linear  foot.  In  rectangular  waveguide  the  time 
will  be  slightly  greater  because  waves  travel  obliquely  do™  the  guide. 
Their  speed  depends  on  the  operating  frequency  versus  the  guide  dimen¬ 
sions,  so  the  1  nanosecond  value  should  be  multiplied  by  (Brown,  Sharp  and 
Hughes  1961) 

1 

^1  ~  (%2 

Over  the  useful  range  of  the  waveguide  the  time  delay  increase  factor  is 
normally  less  than  3,  so  a  conservative  estimate  is  3  nanoseconds  per 
foot.  Using  4  feet  for  the  path  length  of  the  experimental  setup,  we 
would  expect  less  than  12  nanoseconds  delay.  An  actual  system  could  be 
built  in  miniature  microwave  components  so  that  the  longest  path  is  less 
than  one  foot;  therefore  3  nanoseconds  is  a  good  estimate  for  the  trans¬ 
mission  delay  of  a  realizable  system.  This  estimate,  of  course,  omits 
any  connecting  transmission  lines  which  might  be  necessary  due  to  separa¬ 
tion  of  antennas  and  the  system,  as  on  board  an  aircraft.  If  such  lines 
are  needed,  their  delay  can  be  estimated  at  between  1.4  and  3  nanoseconds 
per  foot,  depending  on  whether  they  are  coaxial  or  waveguide  transmission 
lines. 
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(b)  J)eCectors.  The  detectors  lv.-.ponc!  i ng  to  the  microwave  signal 
power  will  require  finite  integration  time.  Assuming  square  law  detec¬ 
tion,  the  detector  output  is  (Papoulis  1965) : 

T  ? 

J~  s  (t)dt 
0 

The  speed  of  response  is  therefore  limited  by  the  necessary  integration 
period  Tee.  In  theory,  only  one  half  of  one  microwave  signal  period  is 
required  to  produce  a  detected  output.  This  would  require  only  0.1  nano¬ 
second  lor  a  microwave  frequency  of  5  giga-Hertz.  This  is  not  too 
practical  because  the  video  bandwidth  required  for  such  a  narrow  pulse 
would  itself  extend  into  the  microwave  region.  1  more  practical  value 
is  estimated  to  be  10  nanoseconds,  which  allows  integration  of  fifty 
periods  (at  5  gHz)  to  be  integrated  before  useful  output  is  produced. 

In  addition  to  reducing  the  video  bandwidth  requirements,  the  longer 
integration  time  enhances  the  signal  to  noise  ratio  because  the  energy 
is  one  hundred  times  higher. 

(c)  Processor.  The  processor  receives  analog  signals  and  performs 
matrix  multiplication  on  them,  followed  by  arithmetic  operations  to  create 
the  Jones  elements.  This  is  followed  by  a  matrix  multiplication  to  create 
the  output  amplitude  and  phase  modulating  signals  for  the  transmitter. 
Since  the  processor  was  not  built,  only  a  rough  estimate  of  time  require¬ 
ment  can  be  made  (Kuck,  Lawrie  and  Samek  1977). 

If  digital  processing  is  employed,  then  analog-to-digital  conversion 
and  back  is  expected  to  require  about  15  nanoseconds  for  an  8  bit  device. 
The  arithmetic  operations  are  estimated  to  require  an  additional  50  nano¬ 
seconds  for  a  total  of  65  nanoseconds  (Tomovit  and  Karplus  1962).  This 
assumes  that  a  special  purpose  processor  is  designed  for  the  system. 


It  is  conceivable  that  the  processor  could  be  entirely  analog,  which 
should  reduce  the  time  an  order  of  magnitude. 


(d)  Active  Amplifiers.  If  active  amplifiers  are  used,  they  will 
add  delay  time  due  to  the  system.  Traveling  wave  tube  amplifiers  are 
commonly  used  in  the  microwave  frequency  region  to  deliver  several 
kilowatts  of  peak  power.  Of  course,  phase  tracking  would  be  necessary 
with  a  TWT  in  the  horizontal  transmitter  channel  and  another  TWT  in  the 
vertical  channel.  The  delay  time  through  a  highpower  TWT  is  estimated 
to  be  20  nanoseconds  (Van  Brunt  1978). 

Total  Response  Time 

The  entire  system  should,  from  these  estimates,  be  capable  of 
response  within  (3+10+65+20=98)  less  than  100  nanoseconds,  well  within 
a  typical  radar  pulse  width.  Interconnecting  transmission  lines  wil.1 
increase  the  delay  as  discussed  earlier. 
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III  Syst  em_l  loncepts 


lluving  identified  the  theoretical  tools  we  now  turn  to  using  these 
mathematical  methods  in  a  system  sense  to  create  a  flexible  responsive 
polarization  device.  The  device  should  unambiguously  recognize  the 
exact  polarization  of  any  incoming  plane  electromagnetic  wave  and  respond 
with  a  new  wave  having  polarization  characteristics  different  from  those 
of  the  incoming  wave  by  any  desired  degree,  as  programmed  by  external 
corcrol  signals.  The  control  signals  could  originate  from  either  a 
human  operator  or  a  predetermined  polarization  modulation  program. 

Responsive  polarization  refers  to  processing  an  incoming  radio 
frequency  (or  microwave)  electromagnetic  wave  so  that  it's  polarization 
characteristics  can  be  changed  prior  to  retransmission.  The  new  wave 
is  typically  transmitted  in  the  direction  of  the  source  of  the  incoming 


Responsive  polarization  requires  the  interception  of  the  incoming 
wave,  alteration  of  its  polarization  characteristics  and  retransmission 
of  the  modified  wave.  In  addition  to  polarization  changes  the  amplitude 
of  the  wave  would  typically  be  increased  by  such  a  system. 

There  are  many  ways  to  physically  modify  polarization  such  as  twist 
reflectors,  birefringent  crystals,  gratings,  etc.  flexible  control  of 
the  polarization  response  (in  sub  microsecond  time  intervals)  is  a  goal 
of  this  study,  which  eliminates  physical  or  mechanical  polarization 
changing  devices.  We  have  instead  concentrated  on  electronic  polariza¬ 
tion  concepts. 

Four  methods  to  implement  a  polarization  responsive  system  are 
outlined  here.  They  are: 

(a)  detection  and  averaging  of  the  power  in  each  of  four  Stokes 


vector  wave  components  (Kraus  19f>(>).  l-.ach  Stokes  element  representation 
Is  then  moillfieil  appropriately,  (multiplied  by  Mueller  matrices  in  a 
processor)  then  used  to  control  the  modulation  of  the  power  of  similar 
components  of  a  reconstituted  wave  having  the  desired  responsive 
polarization  characteristics.  The  block  diagram  of  such  an  inverse 
Stokes  transmitter  is  given  in  Fig  3. 

(b)  The  incoming  wave  could  be  sensed  and  represented  by  a  Jones 
vector,  the  two  elements  of  which  contain  magnitude  and  phase  information 
for  two  orthogonal  components  of  the  wave.  The  components  are  sensed  by 
two  orthogonal  antennas  typically  linear  horizontally  and  linear  verti¬ 
cally  polarized.  After  suitable  modification  of  their  relative  ampli¬ 
tudes  and  phases,  the  two  altered  RF  signals  represent  the  elements  of 

a  new  Jones  vector  which  is  retransmitted  (after  any  desired  amplification) 

(c)  The  incoming  wave  is  sensed  by  two  orthogonal  antennas  as  in 
(b)  and  the  signals  of  each  antenna  are  coherently  up  converted  to 
optical  frequencies,  which  results  in  an  optical  Jones  vector  represen¬ 
tation.  Alteration  of  that  vector  is  accomplished  by  optical  methods 
such  as  sheet  polarizers,  birefringent  polarizers,  retarders  and  lenses. 
Optical  methods  are  easily  described  by  matrix  methods  (Cerrard  and 
Burch,  1975). 

The  modified  light  waves  are  intercepted  and  down  converted, 
coherently,  to  the  incoming  RF  frequency.  The  orthogonal  components 
are  then  retransmitted  as  in  (b).  Phase  information  would  need  to  be 
preserved  in  the  conversion  processes.  Chapter  8  of  "Introduction  to 
Optical  Electronics"  (Yariv  1971)  describes  methods  to  up  convert 
to  optical  frequencies.  The  conversion  efficiency  is  expected  to  be 
quite  low  so  the  feasibility  would  require  careful  investigation. 


Stokes  Receiver/Stokes  Transmitter  Concept 
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Also,  changing  polarization  by  mechanical  methods  would  lie  too  slow  to 
meet  the  sub  microsecond  response  pool. 

(d)  The  incoming  wave  is  down  converted  to  an  intermediate  frequency 
(IF)  (Saxton  1964).  The  IF  signals  are  altered  by  amplitude  modulators  and 
phase  shifters  to  create  the  desired  elements  of  the  new  Jones  vector. 

As  in  the  previous  method  (c)  phase  information  will  require  preservation. 

These  four  concepts  are  included  to  show  some  of  the  alternatives 
which  were  considered  prior  to  choosing  a  system  for  further  study  and 
experimentation. 

Method  (a)  has  the  advantage  that  RF  phase  is  neither  measured 
directly  nor  modulated  directly  in  the  transmitter.  It  does,  however, 
require  duplication  of  much  of  the  receiver  hardware  (fed  in  reverse 
direction)  in  the  transmitter.  The  circuit  complexity  is  the  reason 
for  not  choosing  method  (a)  in  its  entirety. 

Method  (b)  requires  RF  phase  measurement  by  the  receiver;  also, 
the  processor  would  be  required  to  multiply  complex  numbers.  Fcr 
these  reasons  method  (b)  was  considered  likely  to  introduce  errors 
and  ambiguities  in  the  response. 

Method  (c)  seems  least  likely  to  succeed  for  several  reasons. 

First,  the  RF  to  optical  conversion  efficiency  is  low,  perhaps  leading 
to  unnecessarily  poor  signal-to-noise  ratios.  The  mechanical  methods 
would  be  too  slow  to  meet  the  previously  discussed  speed  of  response 
goal.  Third,  the  optical  device  would  require  very  stable  alignment 
which  might  be  difficult  in  the  shock  and  vibration  environment  of  an 
airborne  platform  (Yariv  1971). 

Method  (d)  offers  the  selectivity  and  signal-to-noise  advantage 
of  a  superhetrodyne  receiver.  Its  disadvantages  are  lower  probability 
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of  intercepting  the  incoming  signal  (when  wideband  coverage  is  required) 
and  the  longer  time  required  to  integrate  a  given  number  of  wave  periods 
(lower  Information  rate) . 


After  considering  the  above,  a  fifth  conceptual  method  evolved. 

Its  description  follows.  The  receiver  portion  of  concept  (a)  was  chosen 
for  the  feasibility  experiment  of  this  thesis.  The  transmitter  was 
chosen  as  the  Jones  transmitter  of  concept  (b).  A  Photograph  of  such 
an  arrangement  is  given  in  Fig  4.  This  combination  was  considered  the 
most  promising  from  the  implementation  standpoint  because  direct  RF 
phase  measurements  are  not  required.  Direct  RF  phase  does  not  enter  the 
process  until  the  output  channels  are  modulated.  The  selected  system 
concept  will  next  be  addressed  in  greater  detail  including  some  imple¬ 
mentation  ideas. 

A  Stokes  parameter  polarization  characterization  is  the  mathematical 
basis  of  the  concept.  Each  of  these  parameters  is  time  averaged  and 
therefore  involyes  no  direct  RF  phase  information.  The  result  is  simple 
hardware  when  contrasted  to  other  matrix  representations  which  rely  on 
measuring  accurate  phase. 

The  Stokes  representation  is  useful  to  represent  fully  polarized 
waves,  unpolarized  waves,  or  combinations  of  the  two.  In  its  most 
general  form  the  responsive  polarization  concept  described  here  senses 
the  ratio  of  polarized  to  unpolarized  wave  and  responds  in  a  like  ratio. 
The  most  interesting  application  of  the  concept  (against  polarized 
radar)  involves  completely  polarized  signals;  therefore  the  intensity 
parameter  (I)  can  be  taken  equal  1  in  the  normalized  vector  with  this 
assumption.  The  incoming  polarized  wave  can  be  fully  characterized  by 
only  three  parameters:  the  preference  for  horizontal  polarization  (M) , 
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the  preferences  for  slant  45  degrees  polarization  (C) ,  and  the  preference 
for  lef L  circular  polarization  (S)  (right  circular  definition  is  used  by 


some  texts  particularly  in  physics  and  optics). 


Jr- 


The  RF  line  length  for  each  of  the  three  parameter  paths  must  be  equal 
and  as  short  as  possible.  Amplitude  normalization  might  be  required, 
due  to  the  difference  in  components  in  each  path.  The  outputs  in  Fig  5 
are  signals  with  amplitudes  corresponding  to  the  three  Stokes  parameters 
necessary  and  sufficient  to  describe  the  fully  polarized  wave.  Imple¬ 
menting  a  transmit  antenna  system  with  phase-coherent  RF  drive  signals 
will  create  a  fully  polarized  responsive  wave.  Its  polarization  charac¬ 
teristics  will  depend  on  the  amplitude  and  phase  of  the  RF  drive  signals 
applied  to  the  transmit  antennas.  The  transmit  portion  of  the  selected 


system  also  uses  a  crossed  dipole  (or  horn)  antenna  pair  pointed  at  the 
source  of  incoming  signal.  Signal  processing  (including  RF  amplification) 
between  the  sense  antennas  and  the  transmit  antennas  provides  the  desired 
polarization  control  and  signal  gain  (Fig  6).  Modulation  is  applied 
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Wc  desire  an  orthogonally  polarized  (vertical  response) 


\ 


1 

-1 

0 
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The  processing  would  in  effect  multiply  the  M  C  S  parameters  by  -1 
(which  has  the  effect  of  orthogonalizing  any  incoming  polarization). 
Example  2.  Let  the  incoming  wave  be  vertically  polarized 


1 

-1 

0 

0 


R  C  P  response  is  desired 


A  negative  S  signal  would  be  created  by  the  processor  and  the  M  signal 
would  be  driven  to  zero.  Intermediate  polarization  (right  elliptical) 
would  result  in  fractional  primed  parameters.  In  both  of  the  above 
cases  the  primed  parameters  would  be  converted  to  the  Jones  vector  form 
for  modulating  the  transmitter  using  the  computational  methods  of 
Appendix  E. 


[> 


25 


- — 


-  -«*  v  _  * j^,*?;*#** *^*t-+* <vw-  '*- ' 


V  j 

»>  > 


T V  MaL_H  x_  A p p_ I _ i_c;a_i:  lot 1 

A  set  of  linear  equations  can  be  express  very  concisely  in  matrix 
notation.  By  following  the  rules  of  matrix  algebra,  various  operations 
can  be  performed  in  a  routine,  systematic  manner.  For  example,  matrix 
multiplication  yields  a  shorthand  expression  for  multiplying  individual 
elements  of  two  separate  matrices,  summing  certain  of  these  products 
and  forming  a  new  matrix  which  is  the  product  of  the  two  separate 
matrices . 

Scientists  have  been  using  matrix  notation  for  many  years  to  des¬ 
cribe  optical  phenomena.  Gerrard  and  Burch  (1975),  describe  optical 
matrix  methods,  including  their  application  to  the  polarization  of  light. 
Kraus  (1966)  used  matrix  methods  to  describe  polarization  in  radio- 
astronomy  research.  Of  course  radioastronomy  employs  much  longer  wave¬ 
lengths  than  optics,  but  the  electromagnetic  wave  formulation  of  polari¬ 
zation  is  the  same  for  optics  as  it  is  for  radio  waves. 

In  addition  to  polarization,  matrices  have  been  used  to  handle  ray 
optics,  coordinate  transformations,  propagation  and  wave  reflection/ 
refraction.  This  discussion  will  be  limited  to  those  linear  matrix 


Stokes  vector,  was  introduced  by  Sir  George  Stokes  (1852). 

The  polarization  state  of  a  wave  passing  through  a  device  can  he 
found  by  the  premultiplication  of  the  Stokes  vector  by  the  Mueller  matrix 
as  follows: 
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If  part  of  the  wave  is  unpolarized,  the  Stokes  vector  can  be  written  to 
the  sum  of  an  unpolarized  vector  plus  a  fully  polarized  vector  as 


where  d  is  the  fractional  power  in  the  fully  polarized  part  of  the  wave. 
For  example,  a  wave  that  contains  1/3  polarized  and  2/3  unpolarized 
power  could  be  expressed  as 


It  follows  that  I  =  (1— d)  +  d  =  1  for  the  example  used.  That  is  because 
normalization  of  the  power  in  the  wave  was  assumed. 
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The  Stokes  elements  arc  time-averaged  quantities.  Each  element 
represents  the  average  of  the  instantaneous  power  in  the  wave.  For 
example  (normalizing  the  impedance  to  one) 
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Ex2(t)  +  Ey\t) 


dt 
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M  =  >  u 


Ex2(t)  -  Ey2 (t) 


dt 
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dt 


T 

S  =  ^  f  2E(t)E  (t)  sin  <S  dt 
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Each  element  of  the  Stokes  vector  has  an  interpretation.  The  I  element 
is  intensity  of  the  wave.  M  is  the  preference  for  horizontal  polariza¬ 
tion,  which  can  be  observed  in  the  above  equation.  C  is  preference  for 
slant  45  degree  linear  polarization  and  S  is  preference  for  left  circular 
polarization. 

If  the  wave  is  fully  polarized,  then  a  simpler  2x2  matrix  can  bq 
used  to  premultiply  a  2  x  1  vector.  Unlike  the  Stokes  and  Mueller 
elements,  these  elements  must  contain  phase  information.  The  simpler 
calculus  was  first  used  by  R,  Clark  Jones  (1941)  to  describe  polariza¬ 
tion;  hence  the  names  Jones  matrix  and  Jones  vector  apply. 

The  Jones  vector  elements  are  magnitude  of  field  (usually  taken 
as  the  electric  field)  with  phase  term  e^.  A  polari.  ..tion  modifier 
operating  on  an  incoming  wave  could  be  stated  as 
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Here  the  phase  term  eJ  due  to  radio  frequency  carrier  is  suppressed 
since  it  is  unchanged  by  the  polarization  modifier. 

Jones  representations  are  often  expressed  in  terms  of  phase  dif¬ 
ference  between  E  and  E  as  5=6  -  6  .  That  is  because  absolute 

x  y  y  x 

phase,  referred  to  some  starting  phase,  does  not  enter  into  the  polari¬ 
zation  description.  All  that  is  needed  to  describe  the  polarization 
state  is  relative  phase  between  the  x  and  y  components. 

In  either  the  Jones  or  the  Mueller-Stokes  calculus  chain,  matrix 
multiplications  can  be  used  to  describe  the  wave  passing  through  multiple 
devices. 

The  Jones  vector  can  be  expressed  in  terms  of  Stokes  vector  since 

polarized  waves  are  a  subset  of  the  more  general  set  containing  randomly 

polarized  energy  (see  Appendix  E) .  The  reverse  transformation  is  in 

general  not  possible  unless  complete  polarization  is  assumed. 

The  Poincare  sphere  is  a  convenient  method  to  visualize  the  polar- 

"*1 1  E  I 

izacion  state.  Letting  y  =  tan  where  y  is  between  0  and  90°  and 

lEx! 

6  is  the  phase  difference  as  before,  then  the  polarization  state  is  a 
point  on  the  surface  of  the  sphere  located  as  shown  in  Figure  7. 


Fig  7.  Poincare  Sphere  Representation 
of  Polarization  State 


The  quantity  2  y  is  a  great  circle  angular  distance  from  the  horizontally 
polarized  axis  and  6  is  the  angle  of  that  great  circle  line  with  respect 
to  the  equator  (linearly  polarized  great  circle).  In  this  representation 
the  top  or  north  pole  represents  left  circular  polarization  while  the 
south  pole  represents  right  circular  polarization  (IRE  definition). 

If  part  of  the  wave  energy  is  unpolarized,  the  Poincare  sphere 
shrinks  from  a  radius  of  1  to  a  radius  of  d.  The  unpolarized  portion 
can  be  visualized  as  all  points  on  the  surface  of  another  sphere  of 
diameter  =  1-d. 

From  the  above  discussion  it  is  seen  that  the  Jones  calculus  and  the 
Kueller-Stokes  calculus  can  be  quite  useful  for  describing  polarization 
changes  that  occur  through  media  or  devices.  This  is  especially  true 
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wlion  multiple  mod  in  (or  devices)  a  tv  encountered  by  die  wove,  in  which 
cn.se  ordinary  nlgehrn,  applied  to  the  si  mul  l  ancons  equations,  liecei'ies 
extremely  complex.  In  addition  to  the  polarization  transformations, 
there  are  other  useful  matrix  equations  which  take  complicated  electro¬ 
magnetic  wave  calculations  and  set  them  forth  as  a  straightforward 
process.  Some  examples  follow  (Cornbleet,  1976): 


Reflected  Waves 

Transmission  and  reflection  from  a  plane  surface  can  be  described 
iu  terms  of  a  4x4  ma*  .:ix  (different  from  the  Mueller  matrix)  which 
operates  on  a  4x1  column  vector  representing  the  incident  electric  field 
components  and  the  reflected  components  on  the  other  side  of  the  boundary 
(Cornbleet,  1976,  p  302).  This  is  expressed  in  matrix  notations  as 
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where  the  notation  is  that  of  Fig  8  below. 
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R  and  T  refer  to  the  voltage  reflection  and  transmission  coefficients 
respectively.  By  this  method  the  power  loss  due  to  reflections  at  an 
interface  can  be  handled.  Cornbleet  illustrates  how  this  can  be  extended 
to  n  surfaces  very  simply,  using  matrix  equations. 

Transmission  Matrix 

A  normally  incident  plane  wave  impinging  on  a  uniform  layer  of 
dielectric  material  (thickness  d)  will  result  in  total  fields  on  the 
incident  side  given  by  Cornbleet  (1976)  as 
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where  8  =  is  the  propagation  constant  of  an  unbounded  wav<'  in  the 

dielectric.  The  medium  on  the  transmission  side  is  assumed  complex  (for 
generality)  with  constants  e  ,  b  and  propagation  constant  Y  . 
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This  result  was  obtained,  In  matrix  form,  from  the  boundary  vaJue  solu¬ 
tions  (continuity  of  field  components  of  the  interfaces).  The  matrix 
notation  simply  provides  compact  notation.  The  benefits  of  the  com¬ 
pactness  increase  when  multiple  layers  of  dielectric  are  involved. 

Then  the  matrix  equation  becomes  a  chain  multiplication  of  the  individual 
matrices  (Cornbleet,  1976,  p  162-178). 


Polarization  Rotators 

Two  half  wave  phase  shifters,  whose  fast  axes  make  an  angle  of  45°, 
can  be  used  to  rotate  the  direction  of  wave  polarization  by  90°.  This 
can  be  illustrated  by  assuming  an  incident  plane  wave  of  arbitrary 
polarization.  In  Jones  vector  notation,  the  wave  is 

cos  a 
sin  a 

where  a  is  the  angle  between  the  horizontal  axis  and  the  polarization 
vector.  Passing  the  wave  through  the  two  phase  shifters  (assume  their 
orientation  is  Y-,  =  22li°and  Y2=67%°),  the  output  polarization  is 
(Cornbleet,  1976,  p  311): 
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Fig  10.  Polarization  Rotation 


Spin  Matrix 


The  spin  matrix  is  useful  in  studies  of  imperfect  or  irregular  con¬ 
ducting  surfaces  or  of  the  properties  of  dielectric  materials  in  the 
form  of  thin  films  backed  by  perfect  conductors.  This  is  accomplished 
through  the  measurement  of  the  ellipticity  of  a  reflected  wave  arising 
from  an  obliquely  illuminating,  linearly  polarized  wave,  The  procedure 
could  well  be  adapted  to  the  measurement  of  the  dielectric  properties 
of  materials  at  microwave  frequencies;  for  example  suc.li  dielectric 
properties  at  eie\ ited  temperatures,  or  the  thickness  of  transparent 
layers . 


~ *■««?.-  ST— 


V  Equlpmcn  l 


The  equipment  for  the  thesis  experiment  was  chosen  to  make  maximum 
use  of  components  available  in  the  AF1T  microwave  laboratory,  to  be  small 
enough  for  a  bench  setup  and  to  avoid  any  special  or  unusual  hardware. 

This  section  will  describe  the  equipment  used  to  generate  data 
during  summer  and  autumn  quarters  1980.  The  experiment  and  resulting 
data  are  intended  to  show  verification  of  the  theory  involved  in  the 
system  concepts. 

The  experimental  setup  models  only  the  baseband  Stokes  and  Jones 
concepts.  The  digital  processor,  instead  of  being  modeled  in  hardware 
was  functionally  simulated  by  a  Fortran  Program  on  the  CDC  6600  base 
computer  (See  Appendix  D) . 

The  baseband  Stokes  experimental  receiver  hardware  will  first  be 
described.  This  will  be  followed  by  the  source,  antenna  mount  and  the 
anechoic  chamber.  Finally  the  Jones  transmitter  hardware  will  be 
covered. 

The  experiment  uses  I  band  microwave  components.  Waveguide  for  I 
band  is  0.9  inches  by  0.4  inches  inside  dimension  which  propagates  the 
TE^q  mode  at  the  test  frequency.  Signal  for  the  experiment  was  supplied 
by  a  Hewlett  Packard  620A  signal  generator  amplified  by  a  Hewlett  Packard 
495A  traveling  wave  tube  to  about  1  watt  (Fig  11). 

The  Stokes  Receiver 

The  Stokes  receive  subsystem  includes  one  vertically  polarized  horn 
antenna  and  one  horizontally  polarized  horn  antenna  to  orthogonally 
intercept  the  incoming  wave  components.  The  antennas  can  be  seen  in 
Figure  4.  Each  antenna  connects  to  a  20  dB  (nominal)  directional 
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coupler  whose  directional  port  terminates  in  a  tunable  waveguide  detector 
mount.  A  six  Inch  90°  twist  section  of  1  band  wave,  is  used  in  the  verti¬ 


cal  channel  to  physically  align  the  vertical  and  horizontal  channel  wave¬ 
guides.  This  was  necessary  to  get  tiie  physical  symmetry  required  to  fit 
the  rest  of  the  subsystem  together.  To  assure  electrical  length  equiv¬ 
alence  through  the  90°  twist  and  the  straight  section  in  the  horizontal 
channel,  the  two  components  were  compared  using  a  waveguide  slotted  line 
"o  detect  standing  wave  minimum  positions  when  a  brass  shorting  plate 
was  placed  at  the  end  of  each  component  under  test.  The  result  was  that 
the  twist  and  straight  sections  are  so  identical  in  electrical  length 
that  the  smallest  available  waveguide  shim  could  not  be  used  to  improve 
the  match  between  their  lengths. 

Following  the  twist  and  straight  sections,  after  some  necessary 
waveguide  bends,  each  channel  (vertical  and  horizontal)  feeds  the  sum 
port  of  a  hybrid  (magic)  Tee  which  functions  as  a  power  divider.  The 
difference  arm  of  each  hybrid  Tee  is  terminated  in  a  matched  waveguide 
load.  From  the  power  divider  half  the  power  in  each  channel  flows  to  the 
input  arm  of  another  hybrid  Tee  where  the  vertical  signal  is  summed  with 
the  horizontal  to  get  slant  45°  response  out  of  the  sum  arm  of  the  Tee  or 
-45°  response  out  of  the  difference  arm.  Each  arm  feeds  a  tunable  wave¬ 
guide  detector  mount.  It  was  necessary  to  use  ferrite  isolators  to 
isolate  the  detector  mounts.  This  avoids  unbalancing  the  hybrid  Tee  due 
to  load  mismatch. 

A  similar  arrangement  creates  circularly  polarized  response  from  the 
other  half  of  each  power  split  signal.  The  difference  is  that  a  variable 
phase  shifter,  adjusted  to  90°  phase  shift,  is  inserted  in  the  vertical 
channel.  When  the  horizontal  signal  is  summed  (in  another  hybrid  Tee) 
with  the  phase  shifted  vertical  signal,  right  circular  response 
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is  obtained.  The  difference  port  ol  the  hybrid  Toe  yields  left  circular 
response.  Here  ferrite  isolators  were  also  necessary  to  maintain  balance 
in  the  hybrid  Tee. 

Ferrite  isolators  were  also  placed  in  the  vertical  and  horizontal 
channels  feeding  the  circular  polarization  hybrid  to  avoid  interaction 
between  that  hybrid  and  the  45°  polarization  hybrid. 

Bolometers  were  used  to  detect  the  signals  in  each  of  the  six 
tunable  waveguide  detector  mounts.  They  were  chosen  over  crystal  detec¬ 
tors  for  their  true  RMS  response  and  their  ability  to  maintain  accurate 
readings  over  wide  dynamic  ranges  (cracking  accuracy). 

Each  bolometer  was  fed  to  a  standing  wave  indicator  whose  decibel 
scale  provided  readings  relative  to  a  zero  dB  reference  level  common 
to  all  six  detected  signals.  Figures  12,  13,  14,  15  and  16  show  the 
components  identified  above. 

The  Test  Antenna  Mount 

A  heavy  metal  bunsen  burner  stand  was  used  to  support  the  transmit 
test  antennas.  A  coaxial  rotary  joint  provided  rotation  of  each  test 
antenna  about  its  longitudinal  axis.  Different  test  antennas  were 
installed  by  disconnecting  the  type  N  connector  from  the  rotary  joint. 
The  test  antenna  mount  can  be  seen  in  Fig  17. 

The  Anechoic  Chamber 

The  anechoic  chamber  is  an  absorber  lined  plywood  box  using  no 
metal  fasteners  in  its  construction.  It  is  four  feet  long  by  2  feet 
8  1/2  inches  square.  One  end  is  closed  except  for  a  2  inch  diameter 
hole  which  permits  the  transmit  antenna  to  be  inserted.  The  absorber 
for  the  side  walls  is  Eccosorb  CV-4W  while  the  closed  end  is  covered 
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with  AN-73.  Both  absorber  types  permit  less  than  1  percent  reflected 
energy  at  normal  incidence.  The  manufacturer  claims  that  performance 
is  relatively  insensitive  to  incidence  angle,  but  quotes  no  numerical 
values  in  the  technical  bulletin.  The  box  is  made  of  1/2  inch  plywood 
which  allows  two  person  portability.  The  open  end  accepts  the  receiving 
apparatus.  The  chamber  can  be  seen  in  Figures  18  and  19. 

The  Jones  Transmitter 

The  Jones  transmitter  uses  1  band  components  to  create  orthogonal 
(vertical  and  horizontal)  signals.  It  was  built  to  accept  a  type  N 
coaxial  input  which  is  power  split,  half  to  the  vertical  channel  and  half 
to  the  horizontal  channel.  Each  channel  has  an  adjustable  attenuator. 

A  calibrated  adjustable  phase  shifter  is  included  in  the  vertical  channel. 
Each  channel  feeds  a  transmit  horn  antenna  identical  to  those  used  for 
the  Stokes  receiver  experiment . 

The  Jones  transmitter  was  built  to  fit  on  the  Stokes  receiver  so 
that  the  four  horn  apertures  are  in  the  same  plane.  This  configuration 
represents  the  complete  responsive  polarization  system.  All  that  is 
needed  is  a  digital  or  analog  processor  to  operate  on  the  receive  analog 
signals  and  provide  amplitude  and  phase  settings  for  the  Jones  transmitter. 

Equipment  Changes 

As  seen  in  the  various  photographs,  improvements  were  made  from 
time  to  time.  For  example  hybrid  Tees,  with  the  difference  arm  terminated 
in  a  matched  load  were  substituted  for  the  plain  Tee  power  dividers. 

Also  ferrite  isolators  were  added  as  required  to  avoid  interaction  between 
the  components  due  to  reflected  energy. 
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VI  P  locoilurc 

The  experimental  part  of  the  thesis  involves  a  feasibility  demon¬ 
stration  of  the  polarization  measurement  and  transmitting  concepts.  The 
following  procedures  evolved  from  that  experimental  effort.  Stokes 
parameters  were  chosen  to  implement  the  polarization  receiver  portion 
of  the  conceptual  system  while  a  Jones  representation  was  selected  to 
implement  the  transmitter  concept. 

Measurements  were  taken  of  several  test  antenna  configurations  as 
shown  in  Fig  20.  The  antennas  include  linearly  polarized,  right  circular, 
left  circular,  and  left  circular  with  a  high  axial  ratio. 

The  procedure  used  in  the  measurement  is  first:  described  followed 
by  the  mathematical  procedure  for  reducing  the  resulting  data.  An 
example  measurement,  its  data  and  reduction  of  Lhat  data  concludes 
this  section. 

Calibration 

The  data  measurement  procedure  begins  with  a  15  minute  warmup  to 
assure  that  the  RF  and  modulator  frequencies;  have  reached  their  most 
stable  state  and  that  the  power  output  from  the  signal  generator  and 
traveling  wave  tube  amplifier  has  stabalizcd. 

The  output  test  frequency  is  next  adjusted  to  exactly  9.34  GHz. 

The  choice  of  specific  test  frequency  resulted  from  earlier  measure¬ 
ments  in  which  a  quarter  wave  section  of  waveguide  was  used  in  the  setup 
instead  of  the  adjustable  phase  shifter.  9.34  GHz  was  the  exact  fre¬ 
quency  at  which  the  available  waveguide  section  measured  one  quarter 
guide  wavelength.  The  quarter  wave  section  is  no  longer  needed  because 
a  variable  phase  shifter  was  found  and  put  into  the  setup. 
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The  Stokes  receiver  (Fig  15)  is  calibrated  by  first  tuning  each 
detector  liuuml  for  maximum  output  on  its  respective  indicator  (Hl’415). 

The  signal  level  should  be  approximately  that  used  for  the  measurement. 

The  variable  phase  shifter  is  adjusLed  by  illuminating  both  receive 
antennas  with  a  linearly  polarized  horn  excitation  antenna  mounted  so 
that  it  can  rotate  about  its  longitudinal  axis.  A  coaxial  rotary  joint 
permits  the  required  axial  rotation.  The  separation  between  the  excita¬ 
tion  antenna  and  the  receive  antenna  apertures  should  be  at  least  2  feet. 

The  phase  should  be  initially  set  for  approximately  90°  and  the 
final  adjustment  made  by  rotating  the  excitation  antenna  on  axis  while 
observing  the  right  circular  and  left  circular  power  indicators.  Mini¬ 
mum  meter  movement  indicates  that  the  phase  shifter  is  set  to  precisely 
90°.  The  "minimum  movement"  should  occur  on  both  right  and  left 
circular  indicators  for  the  same  phase  shifter  setting. 

Next  a  separate  linear  horn  antenna  is  used  to  feed  the  microwave 
signal  from  the  traveling  wave  tube  (TWT)  antenna  into  each  receiver 
antenna  (vertically  polarized  and  horizontally  polarized).  A  flexible 
coaxial  cable  between  the  TWT  and  the  separate  antenna  permits  orienting 
its  aperture  directly  over  the  aperture  of  each  receiver  antenna.  To 
avoid  metal  to  metal  contact,  which  disturbs  the  readings,  a  thin  piece 
of  duct  tape  is  used  to  cover  the  outer  edges  of  the  mouth  of  the 
excitation  antenna.  For  this  calibration  the  attenuator  of  the  signal 
generator  is  set  at  about  -30  dBm. 

With  the  excitation  antenna  centered  over  the  vertical  receiver 
antenna  the  vertical  power  indicator  (HP-415)  is  adjusted  for  full  scale 
or  0  dB.  Also  the  +45°  indicator  and  the  -45°  indicator,  the  right 
circular  indicator  and  the  left  circular  indicator  are  each  adjusted 
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to  read  -3  dll  on  their  respective  meter  scales. 

Next  the  excitatLou  horn  is  positioned  over  Lhc  horizontal ly 
polarized  receive  antenna.  The  horizontal  indicator  is  then  adjusted 
to  read  0  dB.  As  a  check,  the  45°  indicator  and  the  -45°  indicator 
should  again  read  -3  dB  as  should  the  right  circular  indicator  and  left 
circular  indicators. 

The  Jones  transmitter  (Figs  21  and  22)  is  calibrated  by  feeding  a 
signal  from  the  signal  generator  and  TOT  amplifier  into  its  type  N  to 
waveguide  adapter.  A  flexible  coaxial  cable  carries  the  signal  from 
the  TWT  to  the  Jones  transmitter.  A  linear  horn  sense  u..tenna  with 
crystal  detector  is  connected  to  a  pewer  indicator  (HP  415).  By  placing 
the  sense  antenna  over  each  Jones  transmit  antenna  (vertical  and  horizontal) 
separately  the  Jones  variable  attenuators  can  be  adjusted  for  the  required 
amplitude  ratio.  The  initial  or  zero  phase  setting  of  the  Jones  phase 
shifter  is  obtained  by  mounting  the  sense  antenna  about  2  feet  in  front 
of  the  Jones  transmitter  on  a  coaxial  rotary  joint.  The  polarization  of  ' 

the  sense  antenna  is  physically  set  to  45°  then  the  Jones  phase  shifter 
is  adjusted  for  maximum  indicator  reading.  A  more  precise  setting  can 
be  obtained  by  adjusting  the  Jones  phase  shifter  3  dB  below  maximum  on 
one  side  of  maximum,  noting  the  phase  shifter  dial  reading,  then  adjust¬ 
ing  it  to  3  dB  below  maximum  on  the  other  side  of  maximum.  The  mean  of 
the  two  readings  gives  the  zero  phase  position.  Required  phase  difference 

> 

between  the  vertical  and  horizontal  channels  of  the  Jones  transmitter 

j 

can  be  added  to  the  zero  phase  reading  to  obtain  the  required  setting 
of  the  Jones  phase  shifter. 

To  measure  data  the  unknown  test  antenna  is  mounted  on  the  coaxial 
rotary  joint  and  pointed  through  the  2  inch  diameter  opening  in  the  end 
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Fig  21.  Jones  Transmitter  Showing  Front  of  Phase  Shifter 


Jones  Transmitter  Showing  Back  of  Phase  Shifter 


of  the  nncchole  chamber.  The-  receiver  in  moimLe.cl  with  its  ante. man 
centered  In  the  open  end  of  the  anoehoic  chamber.  Data  is  read  from 
each  of  the  six  relative  power  indicators  (HP  415)  and  recorded  (Fig  23). 

It  may  be  desirable  to  orient  the  unknown  antenna  to  put  the  major 
axis  of  its  polarization  ellipse  parallel  to  vertical,  horizontal,  +45° 
or  -45°.  To  accomplish  this  the  unknown  antenna  is  rotated  on  its 
longitudal  axis  until  the  particular  meter  indicates  maximum  reading 
which  shows  that  the  major  axis  is  approximately  aligned  with  that 
polarization.  This  practice  is  useful  as  a  check  on  the  repeatability 
of  the  measurements  and  to  reveal  any  unwanted  multipath  reflections 
which  would  effect  one  polarization  more  than  another. 

The  amplitude  and  phase  settings  for  the  Jones  transmitter  come 
from  the  system  processor  which  would  calculate  them  from  the  modified 
Stokes  vector.  The  modified  Stokes  vector  results  from  modulating  the 
received  Stokes  vector  with  the  desired  program.  The  processor  was  not 
built  for  the  experiment,  however,  a  description  of  this  processing 
procedure  follows. 

Processor  Calculation 

The  six  indicator  readings  are  converted  to  relative  power  levels, 
for  example  -3.03  dB  converts  to  .5  relative  power.  The  received  Stokes  . 
vector  (absolute  power  is  not  measured,  only  coherent  polarization 
components)  is  found  by  subtracting  the  measured  data  pairs  as  follows: 

M  =  (Horizontal  -  vertical)  power 
C  =  (45° -  (-45°))  power 
S  =  (Left  -  Right  circular)  power- 

then 
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In  general,  I  will  differ  from  unity  so  the  reciprocal  of  the  cal¬ 
culated  value  of  I  is  used  to  normalize  each  of  the  above  Stokes  vector 
elements. 

The  coherent  Stokes  vector  is  then: 

(1) 

(f> 

<f> 

The  polarization  modulation,  in  the  feasibility  system  concept,  is 
impressed  in  the  form  of  a  Mueller  matrix  which  pre-multiplies  the 
received  coherent  Stokes  vector.  Then  the  modified  (normalized)  vector 
is 
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To  transmit  the  modifed  polarization  using  the  Jones  transmitter  it  is 
necessary  to  change  the  above  modified  Stokes  vector  into  a  Jones 
vector.  This  proceeds  as  follows: 
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cos  6  = 


which  is  the  necessary  Jones  vector. 

A 

The  amplitude  difference  in  dB  =  20  log^g  (“)  and  the  phase  delay 

y 

for  the  vertical  channel  is  6.  These  are  programmed  into  the  Jones  trans¬ 
mitter  as  previously  discussed. 

Next  actual  measurement  data  is  used  to  demonstrate  the  procedure. 

An  "unknown"  antenna  was  positioned  with  its  major  axis  approximately 
vertical.  The  resulting  data  was: 


Horizontal 

-10 

dB 

Vertical 

0 

dB 

45° 

-1.4 

dB 

-45° 

-4.2 

dB 

left  circular 

-0.7 

dB 

right  circular 

-6.2 

dB 

Converting  the  dB  readings  to  relative  power  gives: 


Horizontal 

0.1 

Vertical 

1.0 

45° 

0.7244 

-45° 

0.3802 

left  circular 

0.8511 

right  circular 

0.2399 

Subtracting  the  pairs  and  normalizing 

M  =  -.9 
C  =  0.3442 
S  =  0.6113 
I2  =  1.302 
I  =  1.141 


'i " 

"  l  1 

M 

-.7888  ! 

j 

C 

0.3017 

,S_ 

0.5358 

The  modulation  program  requires  orthogonal  polarization  to  be  sent  back 
so  the  Mueller  matrix  multiplication  is: 
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-0.7888 

+0.7888 
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0 

0 

-1 

0 

0.3017 

-0.3017 

r 

C 

0 

0 

0 

-1 

0.5358 

-0.5358 

f 
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From  the  primed  Stokes  elements  find 


Ax  =  0.9457 


Ay  =  0.3250 


&  -  119.4°,  -119.4°  from  cos 
6  =  -60.6°,  -119.4° from  sin 


1 


} 


<5  =  -119. 4C 


(which  is  the  unambiguous 
solution) 


VII  Re.su  1 1  s 

Data  were  measured  using  the  equipment  described  in  section  ill.  with 
the  procedure  of  section  VI.  Polarization  of  the  electromagnetic  waves, 
created  by  four  "unknown"  antennas,  was  measured  and  the  polarization 
ellipse  was  calculated.  The  Jones  vector  representation  of  the  respond¬ 
ing  wave  was  then  calculated  assuming  a  modulation  program  requiring 
ortnogonal  response. 

Data  measured  before  the  anechoic  chamber  became  available  is 
omitted  from  this  section  due  to  the  likelihood  of  multipath  reflections 
which  would  introduce  errors.  That  data  is,  however,  included  in 
Appendix  A.  The  four  available  "unknown"  antennas  are  shown  in  Fig  20; 
they  are: 

(a)  An  1  band,  right  circularly  polarized,  cavity  backed 
spiral  (RCP) 

(b)  An  I  band  linearly  polarized  horn  antenna 

(c)  An  I  band,  left  circularly  polarized  horn  antenna  (LC?) 

(d)  A  left  circularly  polarized,  cavity  backed  spiral  antenna 
opented  above  its  design  frequency  range  in  order  to 
create  a  wave  having  a  high  axial  ratio  (This  antenna  is 
known  as  low  band  spiral) 

These  test  antennas  were  individually  positioned  to  radiate  toward  the 
Stokes  receiver.  The  relative  power  level  indicated  at  each  of  the  six 
detector  positions  was  recorded  and  used  as  input  data  for  each  calcula¬ 
tion. 
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Data  of  2  Oct  80  (in  anechoic  chamber) 


RCP  Spiral 
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Normalized 
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tan  2t  =  £ 
M 
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.8915 


2t  =  41.72° 
=  20.8° 


sin  2e  =  -9852 


2e  =  -80.1° 
e  =  -40° 


AR  =  cot  40°  =  1.19  1.51  dB 
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=  .0168 
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Data  of  17  Oct  80 


I  Band  Linear  Horn 
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2t  =  85.7° 
t  =  42.9° 

sin  2e  =  .0220 
2e  =  1.26° 
e  =  0.6° 


AR  =  cot  0.6°  =  90.9  39.2  dB 


I  Band  Linear  Horn 


Assuming  Orthogonal  Modulation  Requirement 
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-1.3°,  -178.7° 

6  =  -178.7°  is  the  unambiguous 
solution 
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Data  of  2  Oct  80  (in  ancchoic  chamber) 


LCP  horn  max  vert 
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I  =  1.0096 


Normalized 


2t  =  193.5 
t  =  96.8° 


sin  2e  =  .9894 
2.e  =  81.7° 
c  =  40.8° 

AR  =  1.157  1.27  dB 
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LCP  Horn 


Assuming  Orthogonal  Modulation  Requirement 
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Data  of  17  Oct  80 


Lo  Band  Spiral 
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I  =  .9927 


Normalized 
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e  =  15° 

AR  =  cot  15°  =  3.74  11.4  dB 
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Lo  Band  Spiral 


Assuming  Orthogonal  Modulation  Requirement 


VI I  f  Conclusions  ^  Recommenda  t  Lons 

Conclusions 

From  the  polarization  methods  studied,  a  responsive  system  realiza¬ 
tion  has  been  formulated.  The  receiver  uses  two  orthogonally  polarized 
antennas  to  feed  a  circuit  containing  hybrid  Tees.  Stokes  parameters 
are  obtained  by  adding  or  subtracting  selected  pairs  of  six  detected 
outputs. 

A  processor  (which  was  not  built  nor  tested)  changes  the  incoming 
polarization  state,  via  Mueller  matrix  multiplications,  to  the  new  state 
prescribed  by  the  modulation  program.  This  results  in  complete  flexi¬ 
bility  of  polarization  response  to  any  arbitrary  input  signal.  The 
processor  generates  control  signals,  in  Jones  vector  format,  which  control 
the  amplitude  and  phase  (relative)  of  the  signals  transmitted  by  two 
orthogonally  polarized  transmit  antennas.  The  transmit  antennas  have 
phase  centers  approximately  coincident  with  the  phase  centers  of  the 
receive  antennas  to  provide  off  boresight  polarization  response  accuracy. 

Throughout  the  study  emphasis  was  placed  on  coherently  polarized 
signals  and  rapid  response  time.  Coherently  polarized  signals  are 
typically  associated  with  radars  or  communication  systems  while  unpolar¬ 
ized  signals  are  found  in  radio  astronomy  work. 

Recommendations 

Future  study  efforts  could  include  the  following  investigations: 

(1)  Design,  build  and  bench  test  the  processor  connected  to  the 
experimental  microwave  setup  of  this  thesis. 

(2)  Investigate  the  effects  of  positioning  the  phase  centers  of 
the  receive  antennas  different  from  those  of  the  transmit  antennas. 


( 


(3)  Investigate  air  vehicle  installation  constraints  such  as 
radomes ,  broadband  frequency  coverage  requirements,  multipath  interference 
caused  by  skin  reflections  from  the  vehicle  and  integration  of  the  polar¬ 
ization  responsive  system  with  antennas  that  must  cover  large  spatial 
volumes  or  must  beam  steer. 
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APPENDIX  A 


RAW  DATA 
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Appendix  15 


Uopo.i tnhJ  1  1  ly  Measurement m 

A  set  of  10  measurements  of  each  Stokes  parameter  was  made  to 
determine  the  repeatability  of  the  experiment.  During  the  early  part 
of  the  experiment  it  was  found  necessary  to  select  the  six  indicating 
meters  for  their  1000  Hz  bandpass  characteristics  to  coincide.  These 
filters  are  quite  narrow  so  the  effect  of  one  meter  having  its  filter 
slightly  off  the  modulation  frequency  (1000  Hz)  is  operation  on  the 
steep  slope  of  its  bandpass  characteristic,  where  any  slight  change  in 
modulating  frequency  results  in  a  change  in  meter  reading. 

Once  the  meters  were  selected,  the  experiment  became  quite  stable 
and  repeatable  as  the  following  data  shows.  Gaussian  distribution  is 
assumed.  The  measurements  are  tabulated  in  Table  IV. 

Calculation 

Converting  the  mean  Stokes  parameters  to  equivalent  Jones  vector 
representation  (by  the  methods  described  earlier) ,  then  varying  the 
Stokes  parameters  by  the  measured  standard  deviation  yields  the 
amplitude  (A^  and  A^)  errors  and  the  phase  (5)  error  associated  with 
the  experiment.  The  mean  Stokes  vector  was  found  to  be 


I 

r-  - 

1.08394 

M 

= 

-1.02473u 

C 

.91439 

S 

L  J 

0.57552 

which  converts  to 
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0.75576 


j27. 2° 

0.73500G 

Tlierefore  the  error  in  =  3.85%,  the  error  in  A  =  -1.28%,  and  the  phase 
error  »  -15.8%. 

The  repeatability  errors  in  the  experimental  setup  have  been  shown 
to  cause  less  than  .33  dB  in  amplitude  of  either  the  vertical  or  hori¬ 
zontal  channel  and  6  degrees  of  phase  for  the  case  tested. 
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Table  IV 


Repeatability  Data  in  DB 
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-2.8 
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Table  V 


Repeatability  Data  in  Stokes  Parameters 
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C 

S 

1 

1.0228 

-.0837 

+.9276 

+.4227 

2 

1.0501 

-.0760 

.9292 

+.4832 

3 

1.0869 

-.08766 

+.9259 

.5626 

4 

1.1018 

0 

+.9149 

.6139 

5 

1.1151 

-.0918 

+.9045 

.6458 

6 

1.0696 

-.0131 

+.9067 

.5673 

7 

1.1126 

+.0778 

+.9067 

.6401 

8 

1.0927 

+.02650 

+.9129 

.5999 

9 

1.0986 

+.0259 

.9067 

.6198 

10 

1.0892 

-.0253 

.9088 

.5999 

m=l. 08394 

m=-. 024736 

m=. 91439 

m=. 57552 

a2=. 000753 

a2=.003101 

a2=. 0000835 

a2=. 004584 

a=. 02744 

o=. 05569 

a=. 00914 

cr=.  06771 
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Appendix  C 


Error  Analysis 


To  gain  insight  into  the  accuracy  requirements  of  a  polarization 
responsible  system,  an  error  calculation  was  performed.  The  analysis 
shows  the  effect  of  four  cases  of  assumed  amplitude  and  phase  error 
combined  with  assumed  processor  error.  The  usual  technique  of  error 
analysis  calculates  the  partial  derivatives  of  the  measured  quantities 
with  respect  to  the  error- inducing  quantity;  however,  due  to  the  com¬ 
plex  relationships  involved  in  the  polarization  matrix  manipulations, 
that  approach  was  abandoned. 

The  error  in  creating  the  desired  polarization  response  can  occur 
in  the  three  parameters  A^,  A^,  and  6  of  the  Jones  vector  representa¬ 
tion  or  any  of  the  four  Stokes  vector  elements. 

The  system  selected  for  the  experiment  of  this  thesis  was  used  as 
the  model  for  this  investigation.  It  uses  two  channels,  the  vertical 
and  the  horizontal,  which  ideally  maintain  phase  track  throughout  the 
system  (except  for  the  intentional  90°  phase  shift  in  the  circularly 
polarized  receiver).  As  a  consequence  of  this  configuration,  amplitude 
and  phase  were  selected  as  the  parameters  to  use  to  investigate  the 
effect  of  system  errors. 

Starting  with  the  Jones  vector  representation 


the  amplitudes  A^  and  A^  can  be  associated  with  the  gain  or  loss  in 
the  horizontal  and  vertical  channel  of  the  receiver  and  6  can  be 


v  •  .vv  jr- 


associated  with  the  phase  difference  between  the  two  channels.  The 
effect  of  amplitude  or  phase  error  will  be  investigated  by  taking  four 
cases  of  assumed  error.  The  first  case  is  where  the  total  amplitude 
imbalance  is  +  4  percent  (.35  dB)  per  channel,  the  phase  error  is  1 
degree,  and  the  processor  con. ributes  2  percent  error  to  each  Stokes 
element.  The  second  case  is  where  the  amplitude  imbalance  is  10  percent 
(.92  dB) ,  the  phase  error  is  2  degrees  and  the  processor  contributes  10 
percent.  The  third  case  is  where  the  amplitude's  imbalance  is  20  per¬ 
cent  (1.9  dB) ,  the  phase  error  is  10  degrees,  and  the  processor  con¬ 
tributes  10  percent.  Case  IV  is  the  same  as  Case  III  except  the  pro¬ 
cessor  errors  are  reversed  in  terms  of  which  Stokes  element  increase 
and  which  decreases  in  magnitude.  These  cases  typify  the  achievable 
range  of  errors  in  a  well  designed,  flyable  system. 

First  the  reflection  of  these  errors  or  the  Stokes  parameters 
will  be  calculated  individually.  Next,  processor  errors  will  be 
included.  They  are  assumed  to  cause  a  fixed  percent  error  in  each 
Stokes  parameter,  increasing  the  magnitude  of  the  M  and  S  elements,  and 
decreasing  the  magnitude  of  the  I  and  C  elements.  Then  the  new  Stokes 
vector  is  calculated,  assuming  that  or"ungonal  polarization  response 
is  desired.  Finally,  the  output  Jones  vector  (with  error  contributions) 
is  calculated  for  comparison  with  the  error-free  case. 

Calculation 

Let  the  input  Jones  vector  be  represented  as 
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A  ej6 

y 


in  the  error-free  case.  After  including  the  assumed  errors,  the 
Stokes  parameters  are  calculated  from 


2  2 
I  =  A  +  A 
x  Y 


2  2 
M  =  A  c  -  A 
x  Y 


C  =  2A  A  cos  6 
x  Y 


S  =  2A  A  sin  6 
x  y 


The  processor  errors  are  included  as  a  multiplying  factor  on  the  magni¬ 
tude  of  each  Stokes  element.  Then  the  assumed  orthogonality  reverses 
the  sign  of  the  M,C,S  values.  Finally  the  new  Jones  vector  is  cal¬ 
culated  through 


A  -  /  1  +  M 

Ax  V  2 


\  ¥ 


6  =  cos 


-1  C 


?  2 
I  -  M 


.  -1  S 

6  =  sin  - 


2  2 
I  -  M 


'*b« , 


Results  of  the  calculation  are  given  in  Table  VI. 

The  investigation  has  shown  a  general  trend  of  increasing  error  as 
the  system  is  allowed  to  become  less  precise.  There  are  exceptions  to 
this  general  trend  which  occur,  due  to  the  error-cancelling  properties 
of  the  system.  As  a  general  conclusion,  the  system  accuracy  should 
approach  that  of  case  I  if  errors  larger  than  about  5  percs.  are  to 
be  avoided. 
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Table  VI.  Error  Data  Summary 


Appendix  D 


The  computer  listing  of  a  program  to  premultiply  a  Stokes  or 
Jones  vector  by  a  Mueller  or  Jones  matrix. 


PROGRAM  POLARI Z( INPUT, OUTPUT , 
TAPE5=INPUT,TAPE6=OUTPUT) 

C  PROGRAM  TO  MULTIPLY  MULTIPLE  MATRICES 

C  THE  NUMBER  OF  ROWS  (L)  AND  THE  NUMBER 

OF  COLUMNS  (M)  CANNOT  EXCEED 


C 

FIVE  AND  FIVE  RESPECTIVELY 

5 

C 

THE  NUMBER  OF  ROWS  (N)  AND  THE  NUMBER 
OF  COLUMNS  (L)  CANNOT  EXCEED 

c 

FIVE  AND  FIVE  RESPECTIVELY 

COMPLEX  A,B,C 

DIMENSION  A(5,5) 

DIMENSION  B(5,5) 

10 

DIMENSION  C(5,5) 

c 

READ  INPUT  DATA 

READ(5,*)  L,M,N 

IF  (N.EQ.O)  GO  TO  500 

PRINT*,"L=  ",L 

15 

PRINT*, "M=  " ,M 

PRINT*, "N=  ",N 

c 

FILL  THE  B  MATRIX 
READ(5,*)((B(K,I),I=1 ,M),K=1,L) 
PRINT*,"  MATRIX  B" 

20 

DO  5  K=1 ,L 

5 

WRITE{6,  *  )(B(K,I),I=1 ,M) 

C 

FILL  THE  A  MATRIX 

15 

READ(5,*)((A(K,I),I=1 ,L),K=1  ,N) 

IF  (EOF(5LINPUT).NE.O)  GO  TO  205 

25 

PRINT*,"  MATRIX  A" 

DO  20  K*1 ,N 

20 

WRITE(6,  *  )(A(K,I),I=1 ,L) 

125 

CONTINUE 

c 

COMPUTE  THE  C  MATRIX 

30 

DO  140  K=1 ,N 

DO  140  1*1 ,M 

C(K,I)=0 

DO  140  J=1,L 

140 

C(K,I)=C(K,I)+A(K,J)*B(J,I) 

35 

DO  160  J*1,M 

DO  150  1=1  ,N 

150 

B(I,J)=C(I,J) 

160 

CONTINUE 

40 

c 

GO  FOR  ANOTHER  A  MATRIX 

GO  TO  15 

205 

PRINT*,"  MATRIX  C" 

DO  210  1*1 ,N 

210 

WRITE(6,  *  )(C(I,0),J=1,M) 

500 

STOP  "END  OF  PROGRAM" 

45 

END 

* 
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Jones  Matrix  to  Mueller  Matrix  Conversion 


and 


Jones  Vector  to  Stokes  Vector  Conversion 


1 


f 


>  < 


f 


Jones  to  Mueller  Conversion  (Matrices) 

Jones  matrices  cannot  in  general  be  derived  from  Mueller  matrices 
but  Mueller  matrices  can  be  derived  from  Jones  matrices  in  much  the  same 
way  that  power  can  be  derived  from  complex  field  components.  (Such 
derivation  is  given  by  Schmeider  in  Journal  of  Optical  Society  of 
America,  Volume  59,  Number  3,  March  1959,  "Stokes-Algebra  Formalism".) 


Let 


A  =  Jones  matrix  = 


9  9  9  9 

l/2(a  +b  +c  +dz) 

Re(a*c+b*d) 

~jlm(a*c+b*d) 

2  999 

1/2 (a  +b  -c  -d  ; 


M  =  Mueller  matrix  = 
Re(a*b+c*d)  jlm(a*b+c*d) 

Re(a*d+b*c) 

-jlm(a*d+b*c) 

Re(a*b-c*d) 


jlm(a*d-b*c) 

Re(a*d-b*c) 

jlm(a*b-c*d) 


9999 
l/2(a  -b  +c  -d^) 

Re(a*c-b*d) 

-j Im(a*c-b*d) 

l/2(a2-b2-c2+d2) 


also 


M  +M  +M  +M  =  T  {A+}  T  (A) 
00  11  22  33  r  r 


A+  is  inverse  of  A 
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1  ^ 
*  V 

,  ' 


\  'A  -V- 


t 


wr 
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Jones  Vector  Co  Stokes  Vector  Conversion 

The  Jones  vector  is  in  general  not  obtainable  from  the  generalized 
Stokes  vector,  however,  if  we  limit  to  the  case  of  fully  polarized 
waves  (d  =  1)  then  the  conversion  is  accomplished  through  the  following 
equations  (Gerrard  and  Burch,  1975) 


A  = 
x 


I  +  M 


\ 


cos  6  = 


Vi2  -  K2 


sin  6 


V 


2  2 
I  -  M 


where  the  Stokes  vector  is 


and  the  Jones  vector  is 


If  instead  the  Jones  vector  is  known,  then  the  Stokes  vector  can  be 
found  from 


90 


C  =  2A  A  cos  6 
x  y 


S  =  2A  A  sin  6 
x  y 
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